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October 1972 23 
Nov./Dec.1971 29 
October 1973 

May 1973 
May/June1971 
Sept./Oct.1970 
Jan./Feb.1970 
Mar./Apr.1971 
March 1973 
Mar./Apr.1970 
October 1973 
October 1973 
Sept./Oct.1971 
December 1972 
Sept./Oct.1970 
December 1972 
Jan./Feb.1972 


Rohr, Fred W. 
Routson, Bruce M. 
Routson, Howard 
Schmidt, Fredrick W. 
Schneider, Charles 


Schroeder, Earle E.; Apking, Thomas W. 


Schroering, John B. 


Schultz, George A. 


Schwartz, Stephen M. 


Selldorff, J. Thomas 
Shiller, B.P. 
Shippee, Edgar D. 
Simons, Edward L. 
Sisson, William 


Sklarew, Ralph C. 
Smith, Elbridge M. 
Smith, Millard F. 
Smith, Stanley K. 
Souka, A. 

Spatz, D. Dean 
Steinberger, Warren 
Stewart, James, Jr. 
Stott, W.J. 

Tate, Roger W. 
Taylor, R.W. 
Thomaides, Lazarus 
Thomas, Carl O. 
Thompson, Hugh 
Thompson, Paul J. 
Tomany, James P. 
Turk, Amos 
Twitchell, Stiles B. 
Viraraghavan, T. 
Vitez, Dr. Bela 
Wales, Roger O. 
Walker, Alan B. 
Walker, William H. 


West, Philip 
Westrom, Lyle A. 
Williams, Ernest T. 
Wirenius, John D.; Sloan, Susanne L. 
Young, Richard A. 


Oct./Nov.1969 20 
December 1973 36 
June 1973 36 
September 1973 80 
Mar./Apr.1972 47 
May/June1972 42 
Mar./Apr.1970 24 
Oct./Nov.1969 32 
Jan./Feb.1970 34 
April 1973 

July 1972 
Mar./Apr.1970 
February 1973 
January 1973 
February 1973 
July/Aug.1970 
Mar./Apr.1971 
Nov./Dec.1971 
Jan./Feb.1972 
Mar./Apr.1972 
November 1972 
December 1972 
July 1973 
December 1972 
Mar./Apr.1971 
Nov./Dec.1970 
Jan./Feb.1971 
May/June1972 
Jan./Feb.1972 
Mar./Apr.1972 
Sept./Oct.1970 
October 1972 

April 1973 

January 1973 
May/June1971 
Nov./Dec.1971 32 
May/June1972 34 
December 1973 27 
Jan./Feb.1970 28 
August 1972 22 
Mar./Apr.1971 30 
January 1973 39 
September 1972 42 
Jan./Feb.1971 31 
July/Aug.1970 20 
July/Aug.1970 30 
Mar./Apr.1972 56 
January 1973 41 
September 1972 40 
Mar./Apr.1971 24 
December 1972 34 
October 1973 37 
August 1973 30 
July 1973 30 
April 1973 33 
December 1972 
October 1972 


Read, G.W.; Veater, F.M. August 1973 August 1972 
Reigel, Stanley A.; Doyle, CharlesD. = _Mar./Apr.1972 July 1972 
Reigel, S.A.; Bundy, R.P.;Doyle,C.D. May 1973 Mar./Apr.1972 
Reigel, S.A.; Rheinfrank, Lamson Nov./Dec.1970 Nov./Dec.1971 
Rittmiller, Lawrence A.; Jan./Feb.1971 Sept./Oct.1971 
Wadehra, Inderjit L. Nov./Dec.1970 
Rittmiller, Lawrence A.; Nov./Dec.1971 Nov./Dec.1970 
Zombowski, Ben M. May/June1970 
Roberts, Erskine G. July 1972 Zweifler, Walter L. May/June1972 
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